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Public Law 113-230 
113th Congress 
An Act 


To designate the medical center of the Department of Veterans Affairs located 


at 3900 Woodland Avenue in Philadelphia, Pennsylvania, as the “Corporal Michael __Dec. 16, 2014 _ 
J. Crescenz Department of Veterans Affairs Medical Center”. [S. 229] 
Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, Corporal Michael 
J. Crescenz Act 
SECTION 1. SHORT TITLE. of 2013. 
This Act may be cited as the “Corporal Michael J. Crescenz 
Act of 2013”. 


SEC. 2. CORPORAL MICHAEL J. CRESCENZ DEPARTMENT OF VETERANS 
AFFAIRS MEDICAL CENTER. 


(a) DESIGNATION.—The medical center of the Department of 
Veterans Affairs located at 3900 Woodland Avenue in Philadelphia, 
Pennsylvania, shall after the date of the enactment of this Act 
be known and designated as the “Corporal Michael J. Crescenz 
Department of Veterans Affairs Medical Center”. 

(b) REFERENCES.—Any reference in any law, regulation, map, 
document, paper, or other record of the United States to the medical 
center referred to in subsection (a) shall be considered to be a 
reference to the Corporal Michael J. Crescenz Department of Vet- 
erans Affairs Medical Center. 


Approved December 16, 2014. 
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